AMENDMENT NO. 10 NOVEMBER 2021 
TO 


IS 13428 : 2005 PACKAGED NATURAL MINERAL 
WATER — SPECIFICATION 


( Second Revision ) 


(Page 2, clause 7.1, line 9) — Substitute ‘sterile glass bottles (see IS 11984) 
for ‘sterile glass bottles’ 


[Page 2, clause 7.1 (see also Amendment No. 9)| — Delete ‘Glass bottles 
shall be conforming to IS 1107 or IS 11984’. 


[Page 3, Table 3, SI. No. (x), col 4 (see also Amendment No. 9)| — Substitute 
‘IS 3025 (Part 65)* or IS 14194 (Part 3)’ for ‘IS 3025 (Part 65)’ 


[Page 4, clause 8.1 (g) (see also Amendment No. 7)| — Substitute the 
following for the existing: 


‘g) BEST ~~ BEFORE........(DATE/MONTH/YEAR); or = BEST 
BEFORE.........DAYS OR MONTHS FROM PACKAGING/ MANUFACTURE 
(in capital letters);’ 


(Page 5, Annex A) — Insert the following reference at appropriate place: 
IS No. Title 


14194 (Part 3) : 2021 Radionuclides in environmental samples — Method 
of estimation: Part 3 Uranium (first revision) 


(Page 5, Annex A) — Delete the following reference: 


IS No. Title 


1107 : 1986 Specification for aerated water glass bottles, crown finish 
type (second revision) 
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